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To: 


Sanplers  of  Evaporated  and  Condensed  Milk 


Trom:  3.  J.  Ommodt,  Senior  Marketing  Specialist,   Inspection  and 

Grading  Division,  Dairy  and  Poultry  Branch  f  .  /) 

Subject:     Instructions  for  Sampling  and  Test  V/eighing  Svap'orated  and 
Condensed  Milk 


Effpctivp  immediately,  tht-se  instructions  shall  supercede  all  previous 
instructions  for  tho  sampling  and  test  v/righing  of  ov?"-porated  £nd  con- 
densed milk.     The  follomng  procedure  should  "be  closely  adhered  to: 

(1)  .     It  is  suggest ed'thot  upon  c.rrival  Jit  the  olant  or  v;^.rchouse, 

th;it  r.rrr.ngPinents  bo  de  inunedif-t  ely  with  the  contrr.ctor  for 
assisti.nce  in  tf-king  the  samples  and  m.'iking  the  t^st  v-reights.. 

(2)  .    Obtt-.in  f ro  1  the  mr-nuf acturor  ii  list  of  the  lots  to  be  sampled 

with  the  dates  of  mr'nufacture,  <.nd  namber  of  cr\ses  in  e£-,ch  lot 
(the  nunbcr  of  cast-s  delivered  for  any  one-  lot  cm  not  exceed 
the  num'^er  listed  for  thi.t  lot  on  the  sarapling  <'-nd  tt-st  weight 
report .  ) 

(3)  .    Select  one  sajnplc  Cfin  for  ec'.ch  200  castas  or  fraction  tht-reof  in 

each  lot,   but  not  less  then  two. sample  ciins  for  t:ny  one  lot. 

(4)  .    Give  each  caja  an  individual  serial  ntunber  marked  on  the  soldered 

end  of  the  can.     ii'o  other  information  ner-d  be  placed  on  th^-  c^.n. 

(5)  .    For  e.^'ich  shipment  of  s;jnplrs  t;  ken  at  a  given  'ole.nt,  nmiber  the 

cnns  consecutively  beginning  with  1,  regardless  of  the  number  of 

contri^.cts  involved.     For  exranplo,   if  80  cans  ri^prt-senting  two 

sepr.rj.te  contr;  cts  are  t;  ken,  n^'omber  then  1  to  80,  ;nd  not  1  to 

35  for  one  contract,   c'-Jid  1  to  45  for  thr-  other  contract. 

(6)  .    Use  a  separate  report  for  ee.ch  contract  sa/npl  :?d.     This  report 

should  show  the  total  /namber  of  cases  sajnplt'd  and  test  weighed, 
the  type  of  case,   the .  sampling  r.nd  w.-^ighing  fee  and  the  expenses, 
as  all  of  this  information  must  be  sho^m  on  the  certificate.  The 
contract  number  shall  •■■■.Iso  be  f-,ivpn  wh^n^vpr  it  is  available. 
One  copy  of  tly-  sample- r's  report,  preferably  the  original,  shall 
be  sent  with  thp  sr^mples  to  the  li'boratory.     T'.us  re-oort  should 
bt^  placed  in  an  •\n'"-plope  so  that  it  \-ill  not  be  mutile.t--d  in  tran- 
sit.    One  cooy  of  the  sampling  and  test  weight  reoort  shrll  be 
sent  to  the  office  typing  thp  certificate,  Chiciign  crrtif ipatcs 
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are  t^ped  at  laboratory)  one  cop:,'-  shall       {;iveri  to  the  vendor 
and  one  copy  retained  "by  the  sampler. 

If  possible,  the  samplers  should  arranf,-e  cans  in  the  s/ii oping 
cartnn  in  consecutive  order  to- facilitate  the  handling  of  the 
samples  at  the  laboratory. 

All  samples  should  oe  sent  express  prepaid  to  the  laboratory,  the 
express  to  be  paid  by  the  vendor.     Scimples  forv;arded  to  the  Chicago 
laboratory  should  be  addressed  to: 

Dr.  0.  J.  Kahlenherg 

Room  1615  -  Mailers  Bldg. 

5  South  Vabash  Aveiiue  '         :  , 

Chicago,  Illinois 

The  test  weights  on  evaporated  and  condensed  milk  s-ia-11  be  made 
in  the  following  manner: 

A.  Prior  to  making  the  test  weights,   the  scale  shall  be 
checked  for  accuracy  with  check  vreiipits. 

B.  All  test  weights  sha-11  bp-  made  in  unite  of  five  case?;: 
therefore,   obtain  tare  weight  of  five'  casf--s  cnmplete 
v/ith  cans  and  labels,  plus  alloT/ance  for  glue  and 
solter.     The  actual  amount  to  tidd  to  the  tare  vreight 
for  glue  used  in  attacl:ing  tho  labels,   end  sealing 

the  casr-s,   plus  the  solder  'used  in  seeding  cans,  should 
be  determined  by  the  grader  at  each  individual  plf'nt. 
This  can  probably  best  be  accomplished  by  obtaining  the 
amount  of  glue  and  sold. er  used  in  a  day's  production, 
and  from  the  amount  used,   determine  the  average  per  five 
complete  cases.     Hecord  tare  v/eights  at  ne;',rest  higher  or 
lovr;-r  full  pound  or  full  quartr-r  pound. 

Three  percent  of  the  cases  in  each  lot  should  be  test 
weighed,   test  v/eights  to  be  made  by  vreighing  five  cas-rs 
at  a  time,     ilet  v/eight  should  be  determined  by  deducting 
the  established  tar^  f.s  d.'trrmined  b"^  the  nbove  method 
from  th'-"  gross  v-reight  of  fivr^  CJis-'S.     Record  v.^fught  of 
eac-i  5  cases  w-'ighed  as  "O.K.''  or  if  sliort  in  full  pound 
or  full  qu;".rt('r  pounds. 

If  the  test  vreights  .^rc  oqu;d  to  or  o^'^- r  thc^  marked  not 
weight  for  five  cases,   it  should  b(~  indicated  on  the  samo- 
ling  report  ; -s  "O.P^.".     If  the  test  ',v(^ight  is  below  the 
net  m;\rked  weight  for  Jtny  lot,   the  tot.'l  sh.ortr.ge  sliould  be 
shown  on  thr:  s<':'j.ipling  rc^port  togct]ior  with  the  total  number 
of  crsr-s  v;<-ighed,   such        "2--7  short  on  35".     For  exarajDle: 
(Gross  end  tr're'  vreights  ■-. cstim;v.ted  5-40  caises  of  14-^  oz. 
ei'-ch  sJioiald  nrt  v;righ  217.5  pounds.) 
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1200  crises  in  lot  - 


Gross 

Net 

5 

cases  - 

227.5 

10 

217.5 

O.K. 

5 

cases  - 

227.0 

10 

217 

1/2 

5 

cases  - 

227.5 

10' 

217.5 

O.K. 

5 

casi^s  — 

226.5 

10 

216.5 

1 

5 

cases  - 

227.5 

10 

217.5 

O.K. 

5 

CJXSf^S  - 

226.5 

10 

216 . 5 

1 

5 

casps  - 

227.5 

10 

217.5 

O.K. 

35  2^  short  on  35 

E.     In  tyr)ing  the  certificate,  tlxe  laljor; ,tor-,^  will  show  th.:  ights 
as  "O.K."  for  thosi=  v;cig]'.ts  i>fhich  .'.'.re  satisfactory,  and  for 
any  lots  v/hich  are  short  '^^eight,   they  vrill  conToiitf  the  actual 
average  woight  per  con  in  t}ie  lot  oncl  vdll  list  this  actual 
net  vreight  per  c<mi  on  thfi  certificate  (this  cr.n  he  det ornined 
hy  dividing  the  total  shortaji^o  lo'j  the  total  nimher  of  cans  in 
the  cases  test  weighed,  and  subtracting  this  aoount  from  the 
narked  v/eight  of  e,'-,ch  can). 


(10)  In  insr,  inces  where  the  sajupler  is  unahlr  to  obtain  v.  scale  satis- 
factory for  noicing  test  weigjits,  ]ie  should  plcice  a  statement  on 
the  sampling  report  stating  tliat  test  weig;its  v;ere  not  node  due 

to  the  lack  of  a  suitable  scale,  in  v/hich  case  the  laboratory  will 
make  test  ^'/eights  in  the  sexie  manner  th.at  was  previously  follovred. 

(11 )  The  regulo.r  sampling  reoort  shall  be  used  i.'itii  the  usual  inforn/i- 
tion  filled  in  on  the  left  side  of  the  rc^jort,   end  the  test  weights 
written  in  on  the  right  hand  side  of  tj'ie  report. 

(12)  Total  the  number  of  cases  that  are  listed  on  eac:-  S£r.ir)ling  report. 


